
Agilent Technologies 


Mr. Peter Piro 
State of Massachusetts 
305 S St 

Jamaica Plain MA 02130 


Quotation 


Quote No. 

Create Date 

Delivery Time 

Page 

948254 

05/12/2010 

<1 Week 

1 of 3 

Contact 


Phone no. 


Valid to 

Eric Pertschi 

302-633-8386 

07/11/2010 


To place an order: Call 1-800-227-9770 Option 1 
For Instruments Fax : 302-633-8953 
For Consumables Fax : 302-633-8901 
Email : LSCAinstrumentsales@agilent.com 
For additional instructions, see last page 


Product/Description 

Qty/Unit 

Unit 

List 

Price 


Extended 

Net 

Price 

G1617EA 

G1701EA MSD ChemStation SW Upgrade. 
Requires a valid registration number for 
upgrading G1701xx to G1701 EA. 

Includes 1 user license and manuals. 

G1701 EA supports Windows XP and Vista 
in English, Japanese and Chinese only. 

1.000 EA 

1,437.00 USD 


1,437.00 

With the following configuration: 

Ship-to Country : USA 

Installation (44K) 

1 EA 

470.00 USD 


470.00 



Item Total 


1,907.00 

H5916A 

Zone 1 Travel Charge 

Round trip travel charges from Agilent 
office site for mileage within a 25 mile 

radius. 

1.000 EA 

175.00 USD 


175.00 



Item Total 


175.00 



Total 

: $ 

2,082.00 


Folk OIG PRR 004891 
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Unit Extended 

List Net 

Product/Description Qty/Unit Price Price 


TO PLACE AN ORDER, Agilent offers several options: 

1) Visit http://www.aqilent.com/chem/supplies to place online orders using a purchase order or credit card. 

2) Call 1-800-227-9770 (option 1) any weekday between 8am and 8 pm Eastern time in the U.S., Canada & Puerto Rico. 

3) To place an order for Consumables, please fax the order to 302-633-8901. 

To place an instrument and/or software order, please fax the order to 302-633-8953. 

4) Or you can mail your order to: 

Agilent Technologies 

North American Customer Contact Center 
2850 Centerville Road BU3-2 
Wilmington, DE 19808-1610 
To place an order, the following information is required: 

■ Purchase order number or credit card, delivery date, ship to, invoice to, end user, and quote number. 

GSA customers please provide GSA contract #. 

EXCLUSIVE OFFERS FOR NEW INSTRUMENT CUSTOMERS, go to www.aqilent.com/chem/exclusiveoffers 
TO CHECK THE STATUS OF AN ORDER: 

1) Visit http://www.aqilent.com/chem/supplies to check the status of your order. 

2) Call 1-800-227-9770 (option 1) any weekday between 8 am and 8 pm Eastern time, in the U.S., Canada & 

Puerto Rico. You will need to know the purchase order or credit card number the order was placed on. 

FINANCING AND LEASING - A wide range of options are available from Agilent's preferred financing partner, Leasing Group Inc. (LGI). 

For more information or to discuss how monthly payments could suit your operational or budgetary requirements, contact your Agilent Account 
Manager or contact LGI at 800-944-1370. 

TERMS AND CONDITIONS: 

Pricing: Web prices are provided only for the U.S. in U S.dollars. All phone prices are in local currency and for end use. 

Applicable local taxes are applied. 

All Sales Tax is subject to change at the time of order. 

Shipping and Handling Charges: Orders with a value less than $2000 or those requiring special services such as overnight 
delivery may be subject to additional shipping & handling fees. Some of these charges may be avoided by ordering via the Web 
Payment Terms: Net 30 days from invoice date, subject to credit approval. 

* Quotation Validity: This quotation is valid for 60 days unless otherwise indicated. 

* Warranty period for instrumentation is 1 year. The Warranty period for columns and consumables is 90 days. 


It is Agilent Technologies intent to ship product at the earliest available date unless specified otherwise. 


Folk OIG PRR 004892 

















